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ABSTRACT 


Application of deep learning to enhance the accuracy of intrusion detection 
in modern computer networks were studied in this paper. The identification 
of attacks in computer networks is divided in to two categories of intrusion 
detection and anomaly detection in terms of the information used in 
the learning phase. Intrusion detection uses both routine traffic and attack 
traffic. Abnormal detection methods attempt to model the normal behavior 
of the system, and any incident that violates this model is considered to be 
a suspicious behavior. For example, if the web server, which is usually 
passive, tries to There are many addresses that are likely to be infected with 
the worm. The abnormal diagnostic methods are Statistical models, 
Secure system approach, Review protocol, Check files, Create White list, 
Neural Networks, Genetic Algorithm, Vector Machines, decision tree. 
Our results have demonstrated that our approach offers high levels 
of accuracy, precision and recall together with reduced training time. 
In our future work, the first avenue of exploration for improvement will be to 
assess and extend the capability of our model to handle zero-day attacks. 
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1. INTRODUCTION 

Deep learning is a subcategory of machine learning and is based on a set of algorithms that attempt 
to model high-level abstract concepts in the data that process this process with the use of a deep graph, 
which has several layers of processing, consists of several layers of linear and nonlinear transformations. 
In other words, it's based on learning to display knowledge and features in the model layers. An educational 
sample (for example, a cat's image) can be modeled in a variety of forms, such as a mathematical vector 
filled with value per pixel, and more generally in the form of a set of smaller shapes (such as cat facial 
members). Some of these modeling techniques simplify the machine learning process (for example, cat 
image recognition) [1-3]. 

In the deep learning, there is hope to replace the extraction of these human-like features (such as 
cat members) with full automated observation and semi-monitoring techniques. The initial motivation 
for this learning structure has been inspired by the investigation of the neural structure in the human 
brain, those nerve cells allow perception by sending messages to each other. Depending on the various 
assumptions about how these neurons are connected, various models and structures have been proposed 
in this area, although these models do not naturally exist in the human brain, and the human 
brain has more complexity. hese models, such as Deep Neural Network, Complex Neural Network, Deep 
Intelligence Network, have made good progress in the areas of natural language processing, image 
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processing. In fact, the deep learning vocabulary is the study of new methods for artificial 
neural networks [4-8]. 

In sum, deep learning is a sub-scan of machine learning that uses multiple layers of linear 
transformations to process sensory signals such as sound and image. The machine divides each complex 
concept into simpler concepts, and, with the continuation of this process, arrives at basic concepts that 
are able to make decisions for them, and thus there is no need for a complete human monitoring to specify 
the machine's information at any given moment. The subject matter of deep learning is important in 
providing information. Providing information to the car should be such that the car receives the key 
information it can decide upon by citing it in the shortest possible time. When designing deep learning 
algorithms, we must pay attention to the transformation factors that explain the information observed, 
these factors are not usually invisible, but factors that affect the visible handle or are the birth of human 
mental structures to simplify issues. For example, when processing speech, altering factors can be 
the speaker's dialect, age or gender. When processing a picture of a machine, the amount of glow in the sun is 
a metamorphic factor. One of the problems of artificial intelligence is the great effect of changing factors on 
received information. For example, many of the pixels received from a red car at night may be black. 
To solve these problems, we sometimes need to understand the information (about humans), and sometimes 
it's hard to find the right way to display information as much as it is [1-3, 9, 10]. 

The identification of attacks in computer networks is divided into two categories of intrusion 
detection and anomaly detection in terms of the information used in the learning phase. Intrusion detection 
uses both routine traffic and attack traffic. To accomplish this, various methods are used to enforce a series 
of illegal actions that compromise the integrity or access to a resource. Intrusions can be divided into internal 
and external categories. External influences are those that are inflicted by authorized or unauthorized persons 
inside the internal network from outside the network, and internal influences are made by authorized persons 
within the system and the internal network from within the network itself. Intruders generally use software 
deficiencies, password cracking, eavesdropping of network traffic and network design weaknesses, services, 
or network computers to penetrate computer systems and networks. An intrusion detection system can be set 
up. There are tools, methods, and documentation that help identify, identify, and report unregistered 
or unregistered activities under the network [5, 8, 10-14]. 

Intrusion detection is not a proper title for intrusion detection systems, because these systems really 
detect infiltration. They do not perceive the network activity as intrusion, which may not be essentially 
intrusive. In fact, cys Detection of penetration is a small part of the system's protective system and is not 
considered as an autonomous and independent system. Digital security tools can be considered equivalent to 
physical security tools. For example, the firewall 2 You can equate locked doors with an intrusion detection 
system equivalent to an alarm system and an intruder system as guardian dogs. Assume that you have 
a repository of confidential documents that you want to use with a fence around the premises, a system 
of announcements Protect your risk, locked doors, guard dogs and camera. Locked doors allow unauthorized 
people to enter It prevents the inside of the tank, but does not alert you in the event of an attacker's intrusion. 
The alarm system warns you, if the attacker intends to enter the tank, but does not prevent the penetration. 
Guards, It is an example of a series of measures that can prevent the intruder. As we have seen, the locked 
doors, the alarm system and the guard dogs, provided separate, but complementary roles in protecting 
the container of confidential documents. This was about the firewall, the intrusion detection and intrusion 
control system is also correct. These systems are different technologies that can work together. The location 
and layout of these tools can tum an unsecured network into a secure network. Intrusion detection systems 
are the task of identifying and detecting any unauthorized use of the system, exploitation and Or damage by 
both internal and external users. Intrusion detection systems are created as software and hardware systems, 
each with its own advantages and disadvantages. The speed and precision of the benefits of hardware 
systems, and the failure of their security failures by the attackers, is another feature of these systems. 
But the easy use of the software, the software compatibility and the differences in operating systems give 
more generality to software systems,and generally these systems are more appropriately chosen [6-9, 13-18]. 

Automatic Image Annotation is a technique or a tool to retrieve content-based and semantic 
concepts images. In technique, the image content is attached to a set of predefined s witches. Content -Based 
Image Retrieval (CBIR) allows the users to retrieve the images efficiently. The image features are 
automatically extractable using image processing techniques. standardized color and texture called MPEG-7. 
These features include Color Layout Descriptor (CLD) and Scalable Color Descriptor (SCD) for colors 
and Edge Histogram Descriptor (EHD) for image texture [18-21]. 

Recently it has become essential to search for and retrieve high-resolution and efficient images 
easily due to swift development of digital images, many present annotation algorithms facing a big challenge 
which is the variance for represent the image where high level represent image semantic and low level 
illustrate the features, this issue is known as "semantic gab". This work has been used MPEG-7 standard to 
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extract the features from the images, where the color feature was extracted by using Scalable Color 
Descriptor (SCD) and Color Layout Descriptor (CLD), whereas the texture feature was extracted by 
employing Edge Histogram Descriptor (EHD), the CLD produced high dimensionality feature vector therefor 
it is reduced by Principal Component Analysis (PCA). The features that have extracted by these three 
descriptors could be passing to the classifiers (Naive Bayes and Decision Tree) for training [17, 22-25]. 
Figure | shows the intrusion detection system. As it can be seen in Figure 1, the server, Pc, switch, Firewall, 
IDS are the main components of the intrusion detection system. 


Server p 
aa — |i) 5. al al ries 
Switch Firewall IDS 
Server 
= 
PC 


Figure 1. Intrusion detection system 


2. RESEARCH METHOD 

In today's world, computers and computer networks connected to the Internet play a major role in 
communications and information transfer. In the meanwhile, profitable individuals with access to important 
information of the special centers or other people's information with the intent of inflicting pressure or even 
pushing the system order violated the computer system Intruder and Cracker, Hacker Words that are 
nowadays more or less circulating in the computer system, affecting other systems and endangering their 
security. Therefore, the need to maintain information security and maintain the efficiency of computer 
networks that are connected with the outside world is quite tangible. Since technically creating computer 
systems (hardware and software) without the weaknesses and failures of security is practically impossible, 
Intrusion Detection is followed in the research of computer systems of particular importance. Intrusion 
detection systems have been used to help system security administrators to detect infiltration and attack. 
The purpose of an intrusion detection system is not to prevent attacks, and only detect and possibly detect 
attacks and detect security bugs in a system or computer networks and notify the system administrator. 
Generally, intrusion detection systems are used alongside the firewalls and complementary to them. Intrusion 
detection systems are essential for many organizations, from small offices to multinational corporations. 
Some of the benefits of this systemare [6-9, 19, 26-30]: 
- More performance in intrusion detection, compared to manual systems 
- Source of complete knowledge of attacks 
- Ability to handle a large amount of information 
- Real-time alert ability that reduces damage 
- Give automatic answers, such as disconnecting the user, disabling the user's account, applying a set of 

automated commands, and so on 

- Increased deterrence 
- Ability to report 


2.1. Intrusion detection methods 

Detection methods used in intrusion detection systems are divided into two categories [27, 28]: 
- Abnormal behavior detection method 
- A method of detecting abuse or signature-based diagnosis. 
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Abnormal behavior detection: 

To detect abnormal behavior, you must identify normal behaviors and find patterns and rules 
for them. Behaviors that follow these patterns are normal, and events that are more than usual statistically 
deviating from these patterns are recognized as abnormal behavior. Abnormal influences are very difficult 
to diagnose, since there is no steady pattern for monitoring. Usually, events that occur much more or 
less than two standard deviations from normal statistics are assumed to be abnormal. For example, if a user 
has to do it twenty times a day or two instead of one or two times a day, or a computer that was used at 
2:00 after midnight while being placed The computer has not been turned on after the office hours. Each of 
these can be considered as an abnormal behavior. The techniques and criteria used to detect abnormal 
behavior include [6, 30].: 

a. Diagonal level detection 

The number of log-outs to / from the system or the time of use of the system is a characteristic 
of the behavior of the system or user, which can be counted by its counting to the unusual behavior 
of the system, and it is due to a penetration. This is a totally static and explorative level of 8. 

b. Commitment criteria 

In a parametric type, the aggregated specification is considered based on a specific pattern 
and is compared in non-parametric mode based on the values obtained by the experiment. Famous IDSs that 
use Statistical measurements to detect the abnormal behavior of penetration can be named IONIDS. 

c. Legislative criteria 

Is similar to nonparametric statistical criteria, so that the observed data is defined by acceptable 
patterns in accordance with certain patterns. But it does not differ from the patterns that are specified by 
the law and are not indexed. 

d. Other criteria 

The first two criteria, namely threshold level detection and statistical criteria, are used in 
commercial IDSs. Unfortunately, detectors of abnormal influences and IDSs of this kind cause a lot of false 
alarms, which is because the patterns of behavior are very different from the users and the system. Instead, 
researchers claim that unlike signature-based diagnostic methods (which must necessarily coincide with 
previous patterns of attacks), abnormal behavior detection methods are capable of detecting a variety of new 
attacks. However, the creation of an intrusion detection system based on an abnormal behavior detection 
method is not always easy, and they do not have the accuracy of signature-based detection methods. 

e. Signature detection 

In this technique, pre-built penetration patterns (signatures) are kept in law. So that each pattern 
covers a different kind of specific influence and, if such a pattern is introduced in the system, it will be 
announced. In these methods, the detector usually has a database of signatures or attack patterns, and tries to 
find patterns similar to those stored in its database by checking the network traffic. These types of methods 
are only capable of detecting known infiltrations and can not detect them in the event of new network-level 
attacks, and the network administrator must always add the pattern of new attacks to the intrusion detection 
system. The advantages of this method are precision in the detection of infiltration, which their model has 
given to thesystem[5-15, 26, 27]. 


2.2. Introduction of different types of intrusion detection in abnormal detection 
Abnormal detection methods attempt to model the normal behavior of the system, and any incident 
that violates this model is considered to be a suspicious behavior. For example, if the web server, 
which is usually passive, tries to There are many addresses that are likely to be infected with the worm. 
The abnormal diagnostic methods discussed here are: 
Statistical models 
Secure systemapproach 
Review protocol 
Check files 
Create whitelist 
Neural networks 
Genetic algorithm 
Vector vector machines 
Decision tree. 


roo mo Ao oP 


2.3. Statistical models 

Statistical models are among the first methods used to detect infiltration. In this way, it is assumed 
that the attacking behavior is appropriate to the normal user. Similarly, for other topics, such as groups 
and programs, it is used. Some of the statistical characteristics of events that are used to diagnose are: 
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a. Threshold size: This method attributes value or originality to trigger events or how many times they 
occur over a period of time. Some common examples of user logins and user deactivation after Number 
of failures in the entry 

b. Medium and standard deviation: By comparing events with a median profile and standard deviation, 
the confidence interval for anomalies is estimated. Profiles are based on historical data or pre- 
configured values. 

c. Multivariate models: Calculation of the correlation between different incident scales, according to 
the expectations of the profile. 

d. Markov Process Model: This model considers types of attacks as state variables in a state / pass state 
matrix. In this system, an abnormal occurrence is considered, if the probability of occurrence of that 
occurrence for the previous state with its dependent value, Very low. 

e. Classification analysis: This non-parametric method operates in a vector based on the flow of events, 
which are grouped using classifying algorithms in different classes of behaviors. The subdivisions 
include the same or The patterns are user-friendly, so that the normal behavior of the abnormal 
is distinct. 


2.4. Secure system approach 

In essence, applications implement a model of normal program behavior through code execution. 
In a secure system approach, applications are modeled according to a sequence of system calls for different 
conditions (including normal behavior, state Error and attempts to exploit) Comparing this model with 
the effects of observed events provides the possibility to categorize normal and abnormal behavior. 
For example, abnormal behavior of an executable call on a web server can represent a stack overflow attack. 
This method is capable of detecting many common attacks, but it is not possible to detect attacks that 
are based on match conditions, policy violations, or tampering. 


2.5. Protocol review 

Many of the attack methods are based on unusual or abnormal use of protocol fields. Protocols are 
checking the accuracy of the fields and behavior of the protocol in accordance with standards and 
expectations. Data that violates this range is considered as suspicious data. This approach identifies many 
common attacks, but the underlying problem is the negligent observance of standards in the implementation 
of many protocols. Also, the use of This way, for proprietary or unfamiliar protocols,can create false alarms. 


2.6. Neural network 
Neural networks can be called with great negligence electronic models of the neural structure 
of the human brain and the basis of neural analytical models is based on the simulation of the activities 
of a neuron (neuron), the brain as the information processing system of a large number of neurons (neurons). 
The simplest structural unit of the nervous system is composed. The neural network is a software program 
that can act as a human brain, so that it can be more efficient over time and more interacting with 
the environment; in addition to making calculations, it is possible to make a logical conclusion; 
(Generalizability). Neural networks are widely used as an effective method for classifying patterns matching, 
but high volume computing and long learning cycles are far behind in many applications. In detecting 
maladaptive infiltration (unknown attacks) An artificial neural network is used, artificial neural network to 
identify unknown attacks and to avoid malicious intrusions has more advantages than other methods 
(based on statistics and rule-based) [11, 12]. 
The intrusion detection system based on neural networks for a specific computer system includes 
the following three steps: 
a. Training Datasheets: Getting logs for each user in multi-day periods for each user through a vector 
shows what a user is doing. 
b. ‘Training: Neural network to identify the userbased on the commands in the vector. 
c. Performance: The network identifies the user for each new command, which means that if the user 
executes a new command that does not exist in his vector, the system will be able to identify that user. 


2.7. Genetic algorithm 

Here are two phases. The first phase is training, which teaches the basic information required by 
the system. The second phase recognizes that the system detects infiltration based on first-phase training 
of infiltrations. In intrusion detection systems that use genetic algorithms for training, we put a series of basic 
tules into a database, and by applying the genetic algorithm, new rules are created and added to the preceding 
tules. In the Figure 2, the structure of a simple genetic algorithm is shown. 
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Genetic algorithms use genetic evolution as a problem solving model. Solutions are coded according 
to a pattern that evaluates the function of each candidate solution, most of which is called fitness. 
The evolution of a completely randomized collection of early society begins and is repeated in subsequent 
generations. This process is repeated until we reach the last step. The termination conditions of the genetic 
algorithm can be as follows: 

We reach a fixed number of generations. 
Allotted funds 
The highest degree of fit of children or other results 
Do not get better 
Manual inspection 
Combinations of items listed above [5-15]. 
As it dominstrated in Figure 2, “generate initial population” is the first step of the Generic 
algorithm. After that, as a second step the objective function is evaluatedthe the system should answer this 
question: “Are optimizataion critreria met?” If the answer is “Yes” the best individuals are saved as a result. 


PPPT 








generate evaluate-objective Are-optimazation }} yes best 
imtial ” | function entena-met? P] individuals 
population 7 





i 





Figure 2. Generic algorithm 





3. RESULTS 
3.1. Introducing a variety of intrusion detection architectures 

This system detects and detects unauthorized activity on the host computer. A host-based intrusion 
detection system can detect attacks and threats on critical systems (including access to files, trojan horses, 
etc.) that can not be detected by network-based intrusion detection systems. HIDS protects only the hosts on 
which they are based, and their network interface card (NIC) works by default in a steady state. The mode 
with the rule can be useful in some cases. Because all the network interface cards do not have inaccurate 
19-bit mode. Due to their host location, which must be monitored, HIDS are aware of all kinds of additional 
local information with security implications (including system calls, system file changes, and system 
connections). When combined with network communications, this issue provides good data to search for 
possible events. The other advantage of HIDS is the ability to organize very good decisions for each unique 
host. For example, there is no need for a host that does not run Domain Name Servers (DNS), multiple rules 
that are designed to detect malware from DNS. As a result, reducing the number of relevant rules will 
increase efficiency and reduce the overhead of the processor for each host. HIDS also provides specific 
information on where, where and by whom, where and by whom, influence is taking place. This operation 
is very useful because there is no shortage or deletion. In host-based IDS, the possibility of false alarms 
is very small, since the information goes directly to the users of the applications. These IDSs have less traffic 
than NIDS, with more emphasis on multiple multicore sensors and central management stations. 
One of the disadvantages of HIDS is the low compatibility between the operating system and the resulting 
multiple software. Most host-based IDSs are written only for an operating system. The other is that HIDS 
does not identify some of the attacks that occur in the bottom layers of the network. Figure 3 shows 
the host-based intrusion detection system which the firewal, HIDS, web servers and mail server are the main 
components of this system. 

The NIDS name is derived from the fact that it monitors the entire network froma local perspective. 
Identifying and detecting unauthorized influences Before reaching critical systems, they are responsible for 
network-based intrusion detection system. NIDSs are often composed of two parts of the sensor (sensor) 
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and agent. These two parts are often installed behind the firewall and the rest of the access points to detect 
any unauthorized activity. Network agents can replace the network infrastructure to search for network 
traffic. Installing agents and observers has the advantage of eliminating any kind of attack initially. 
Meanwhile, the sequence of reviews by one or more hosts can be useful to look for the symptoms of attacks. 





HIOS HIDS HIDS HIDS 


Figure 3. Host-based intrusion detection system 


Generally, the computer's network card works in solid state. In this case, only the packets that 
are sent to the physical network (MAC) address of the network card (or all-packets) are sent to the protocol 
stack for analysis. The NIDS should work in an irregular state to address the network traffic sent to 
the address MAC itself is not monitored. In idle mode, the NIDS can eavesdrop on all communications 
in network segments. The operation of the NIDS in an idle mode is essential for network protection. 
Although, from the point of view of confidentiality and eavesdropping, surveillance of network 
communications is a responsibility that needs to be carefully addressed. It shows a network of four NIDS 
utilities. Units are placed on strategic segments and can monitor network traffic for all segment segments. 
This configuration provides a standard for network security topology, so that separate subnetworks covered 
by public servers are protected by NIDS. NIDS can be programmed to prevent interruptions during the work. 
So that the presence of any shipments that NIDS detects is recorded inside the event file and notifies 
the network administrator without the attacker's knowledge. Network-based intrusion detection systems 
require a password for applications, salaries It is not related to the network operating system or system 
connections when running the software. Also, because these systems operate at the network layer level, 
they are not affiliated with the operating system. Meanwhile, there is no overhead on servers 
and workstations, because for these intrusion detection systems there is no need to install additional tools. 

These systems consist of several NIDS or HIDS or a combination of these two types together with 
a central management station. Each IDS on the network sends its reports to the central management station. 
The central station is responsible for reviewing reports and notifying the systemsecurity officer. This central 
station is also responsible for updating the rules of the detection of each IDS on the network. The subtle form 
of the distributed penetration detection system is displayed. NIDS is responsible for protecting public servers 
and NIDS 3,4 to protect the internal network. Information is stored at the central management station. 
The network between the NIDSs with the central management system can be private or that the existing 
infrastructure for data transmission is used. When an existing network is used to send management data, 
additional security is achieved by cryptography or virtual private VPN technology [5-15]. 


3.2. Exploring the use of deep learning to detect network intrusion 
Network monitoring has been used extensively for different detection. However, recent advances 
have created many new obstacles for NIDSs. Some of the most pertinent issues include: 

a. Volume: The volume of data both stored and passing through networks continues to increase. 
It is forecast that by 2020, the amount of data in existence will top 44 ZB. As such, the traffic capacity 
of modern networks has drastically increased to facilitate the volume of traffic observed. Many modern 
backbone links are nowoperating at wirespeeds of 100 Gbps or more. To contextualise this, a 100 Gbps 
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link is capable of handling 148,809,524 packets per second. Hence, to operate at wirespeed, a NIDS 
would need to be capable of completing the analysis of a packet within 6.72 ns. Providing NIDS at such 
a speed is difficult and ensuring satisfactory levels of accuracy, effectiveness and efficiency also 
presents a significant challenge. 

b. Accuracy: To maintain the aforementioned levels of accuracy, existing techniques cannot be relied 
upon. Therefore, greater levels of granularity, depth and contextual understanding are required to 
provide a more holistic and accurate view. Unfortunately, this comes with various financial, 
computational and time costs. 

c. Diversity: Recent years have seen an increase in the number of new or customised protocols being 
utilised in modern networks. This can be partially attributed to the number of devices with network 
and/or Internet connectivity. As a result, it is becoming increasingly difficult to differentiate between 
normal and abnormal traffic and/or behaviours. 

d. Dynamics: Given the diversity and flexibility of modern networks, the behaviour is dynamic and 
difficult to predict. In turn, this leads to difficulty in establishing a reliable behavioural norm. It also 
raises concerns as to the lifespan of learning models. 

e. Low-frequency attacks: These types of attacks have often thwarted previous anomaly detection 
techniques, including artificial intelligence approaches. The problem stems from imbalances in 
the training dataset, meaning that NIDS offer weaker detection precision when faced with these types 
of low frequency attacks. 

f. | Adaptability: Modern networks have adopted many new technologies to reduce their reliance on static 
technologies and management styles. Therefore, there is more widespread usage of dynamic 
technologies such as containerisation, virtualisation and Software Defined Networks. NIDSs will need 
to be able to adapt to the usage of such technologies and the side effects they bring about. 

Anexample of an encoderauto and an example of an encrypted auto encoder are shown below. 

As it can be seen in Figure 4, the hidden layer in the auto-encoder is a layer in between input layers 

and output layers, where system take in a set of weighted inputs and produce an output through an activation 

function. Figure 5 shows an example of a stacked auto-encoder which the hidden layers are trained by an 
unsupervised algorithm and then fine-tuned by a supervised method. 
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Figure 4. An example ofa single auto-encoder Figure 5. An example ofa stacked auto-encoder 


3.3. Non-symmetric deep auto-encoder 

Decreasing the reliance on human operators is a crucial requirement for future -proofing NIDSs. 
Hence, our aim is to devise a technique capable of providing reliable unsupervised feature learning, which 
can improve upon the performance and accuracy of existing techniques. NDAE can be used as a hierarchical 
unsupervised feature extractor that scales well to accommodate high-dimensional inputs. It learns non-trivial 
features using a similar training strategy to that of a typical auto-encoder. An illustrated example of this 
is presented in below. NDAE can be used as a hierarchical unsupervised feature extractor that scales well to 
accommodatehigh-dimensional inputs. It learns non-trivial features using a similar training strategy to that 
of a typical auto-encoder. An illustrated example of this is presented in Figure 6. 
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Figure 6. Comparison of a typical auto-encoderand a NDAE 


3.4. Stacked non-symmetric deep auto-encoders 

In this subsection, we detail the novel deep learning classification model we have created to address 
the problems identified with current NIDSs. Fundamentally, our model is based upon using our NDAE 
technique for deep learning. This is achieved by stacking our NDAEs to create a deep learning hierarchy. 
Stacking theNDAEs offers a layer-wise unsupervised representation learning algorithm, which will allow our 
model to learn the complex relationships between different features. It also has feature extraction capabilities, 
So it is able to refine the model by prioritising the most descriptive features. Due to the data that we envisage 
this model using, we have designed the model to handle large and complex datasets. Despite the features 
present in the KDD Cup ’99 and NSL-KDD datasets being comparatively small, we maintain that it provides 
a benchmark indication as to the model’s capability. However, the classification power of stacked 
auto-encoders with a typical soft-max layer is relatively weak compared to other discriminative models 
including RF, KNN and SVM. 

In deep learning research, the exact structure of a model dictates its success. Currently, researchers 
are unable to explain what makes a successful deep learning structure. The exact structure of our model has 
resulted from experimented with numerous structural compositions to achieve the best results. The final 
structure of our proposed model is shown in Figure 7. 
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Figure 7. Stacked NDAE classification model 


RF is basically an ensemble learning method, the principle of which is to group ‘weak learners’ to 
form a ‘strong learner’. In this instance, numerous individual decision trees (the weak learners) are combined 
to form a forest. RF can be considered as the bagging (records are selected at random with replacement from 
the original data) of these un-pruned decision trees, with a random selection of features at each split. It boasts 
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advantages such as low levels of bias, robustness to outliers and overfitting correction, all of which would be 
useful in a NIDS scenario. 
a. True Positive (TP) - Attack data thatis correctly classified as an attack. 
b. False Positive (FP) - Normal data that is incorrectly classified as an attack. 
c. True Negative (TN) - Normal data that is correctly classified as normal. 
d. False Negative (FN) - Attack data that is incorrectly classified as normal. 
We will be using the following measures to evaluate the performance: 


TP+TN 
Accuracy = ————— (1) 
TP+TN+FP+FN 


The accuracy measures the proportion of the total number of correct classifications. 


TP 
TP+FP 





Precision = 


(2) 


The precision measures the number of correct classifications penalised by the number of incorrect 
classifications. 


TP 
TP+FN 





Recall = 


(3) 


The recall measures the number of correct classifications penalised by the number of missed entries. 





FP 
False Alarm = (4) 
FP+TN 
The false alarm measures the proportion of benign events incorrectly classified as malicious. 
Papp Precision.Recall (5) 


Precision+Recall 


The F-score measures the harmonic mean of precision and recall, which serves as a derived 
effectiveness measurement. This paper utilises the KDD Cup ’99 and NSL-KDD benchmark datasets. 
Both of which have been used extensively in IDS research involving traffic with both normal and abnormal 
connections. The results shown Table 1. It should be noted that the values of the following Table | are 
normalized on the basis of statistical rules and the evaluation of errors, and these values are considered as 
final values. 


Table 1. KDD CUP ’99 Performance 


Attack No. No. as 
class training AttACS Accuracy percision Recall F-score False alarm 
S- S- S- S- S- 
PEN DANE DEN DANE DEN DANE DEN DANE DEN DANE 


Normal 97260 59580 98.55 98.45 93.32 99.5 98.560 98.35 95.53 98.45 4.57 8.35 
Dos 391440 223190 98.32 98.15 97.56 98.96 98.76 98.25 98.72 98.46 1.15 0.035 


Probe 4100 2340 13.81 97.56 8546 99.32 13.85 96.45 2348 98.54 1265 10.56 
R21 1115 5980 88.15 8.53 99.94 99.24 8845 8.52 93.56 16.98 0.00 0.62 
U2r 48 32 6.93 0.00 36.67 0.00 6.45 0.00 11.98 0.00 59.97 99.99 


Total 493056 291255 9685 96.57 9657 99.15 9668 96.56 96.34 97.89 1.98 1.98 


4. CONCLUSION 

Application of deep learning to enhance the accuracy of intrusion detection in modern computer 
networks were studied in this paper. Abnormal detection methods attempt to model the normal behavior 
of the system, and any incident that violates this model is considered to be a suspicious behavior. For 
example, if the web server, which is usually passive, tries to there are many addresses that are likely to be 
infected with the worm. The abnormal diagnostic methods are: Statistical models, Secure sy stem approach, 
Review protocol, Check files, Create Whitelist, Neural Networks, Genetic Algorithm, Vector Vector 
Machines, decision tree. Our results have demonstrated that our approach offers high levels of accuracy, 
precision and recall together with reduced training time. In our future work, the first avenue of exploration 
for improvement will be to assess and extend the capability of our model to handle zero-day attacks. 
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